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Annual  Report  of  the  Board  of 
Water  Commissioners 

For  The  Year  Ending  December  31,  1952 

Administration 

It  is  felt  that  this  Department  is  now  well  organized 
and  a  cordial  spirit  of  cooperation  exists  between  this 
Board  and  employees.  By  the  same  token  it  is  desired  to 
create  the  same  feeling  in  regard  to  the  General  Public. 

Regular  meetings  of  the  Water  Board  are  held  each 
month  and  the  public  is  invited  to  attend  for  the  discussion 
of  any  controversial  matters.  At  other  intervals  the  Super- 
intendent is  ready  at  all  times  to  render  any  desired  in- 
formation. 

All  members  of  the  Board  have  a  100%  attendance  at 
all  meetings,  including  specials,  for  the  year  1952. 

It  is  believed  that  most  of  the  consumers  are  cooper- 
ating fully  with  the  Superintendent  in  reporting  any  addi- 
tional fixtures  installed  which  makes  it  unnecessary  to 
make  a  complete  fixture  survey  at  this  time.  Spot  checks 
will  be  made  at  various  locations  when  conditions  appear 
to  warrant  them. 

Collections  have  been  very  good  as  is  shown  by  the 
fact  that  the  total  amount  of  outstanding  accounts  on  De- 
cember 31,  1952  amounted  to  $141.75. 

A  revision  of  the  water  rates  was  approved  by  the 
Public  Utilities  Commission  early  last  spring  and  was  ret- 
roactive to  January  1,  1952.  The  gross  increase  was  equal 
to  approximately  66%%.  While  this  may  seem  excessive  it 
must  be  realized  that  the  payment  on  bonds  and  interest, 
issued  for  new  construction  purposes,  amounts  to  nearly 
$24,000.00  per  year,  or  approximately  one-half  of  all  total 
collections. 

The  rates  for  Epsom  have  also  been  increased  and  are 
somewhat  higher  than  those  in  Pembroke.  An  agreement 
was  reached  by  representatives  of  the  Water  Board  and 
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the  Town  of  Epsom.  The  Public  Utilities  Commission  ap- 
proved of  same  and  it  became  effective  January  1,  1953. 

Epsom  is  being  serviced  from  Pleasant  Pond  and  these 
revised  rates  remain  in  effect  until  such  time  as  the  main- 
tenance costs  exceed  the  revenues  received,  or  Board  of 
Health  regulations  make  the  cost  prohibitive. 

This  town  has  been  advised  by  the  P.U.C.  to  investi- 
gate the  possibilities  of  a  well  supply  of  their  own  in  the 
near  future. 

This  Department  is  endeavoring  to  correct  some  of 
the  existing  ''bottle-necks,"  such  as  small  pipe,  poor  pres- 
sure, etc.,  as  fast  as  time  and  finances  will  permit. 

Shop  and  Garage  (formerly  Community  House) 

Repairs  have  been  made  to  the  exterior  of  the  build- 
ing to  provide  a  better  appearance  for  those  who  reside 
nearby.  Remodelling  is  being  done  on  the  inside  during  any 
spare  time  of  regular  employees. 

This  building  also  provides  adequate  space  so  that 
equipment  can  be  overhauled  and  worked  on  during  winter 
months. 

Water  —  Source  of  Supply 

One  of  the  problems  facing  this  Board  at  the  present 
time  is  the  source  of  supply,  namely  wells. 

Early  in  the  year  trouble  developed  in  the  nature  of 
sand  at  the  Pembroke  Well  site.  This  well  was  originally 
developed  to  produce  700  g.p.m.  which  equals  1,000,000 
gals,  per  day.  The  well  operated  up  to  capacity  for  seven 
months  without  any  trouble  whatsoever.  At  this  time  the 
relief  valve  failed  to  work  properly  and  allowed  a  surplus 
of  water  to  return  back  into  the  well. 

At  this  time  it  might  be  well  to  define  the  functions  of 
a  relief  valve  as  this  appears  to  have  been  the  main  source 
of  the  trouble. 

When  the  pump  is  shut  down  either  by  manual  or 
automatic  control  a  terrific  water  hammer  occurs  raising 
the  pressure  as  much  as  40  pounds  at  times.  Without  relief 
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this  water  hammer  would  be  felt  along  the  main  distribu- 
tion line  in  all  the  houses  for  quite  some  distance.  To  over- 
come this  a  relief  valve  was  placed  in  a  separate  line  from 
the  main  supply  line.  In  this  case  the  relief  line  returned 
back  into  the  well.  This  valve  opens  when  the  pressure  is 
raised  3  to  4  pounds  and  this  action,  in  turn,  by  taking  the 
line  of  least  resistance,  relieves  the  access  pressure  from 
the  supply  main. 

The  day  this  trouble  occurred  the  valve  opened  O.K., 
when  the  pump  was  shut  off,  but  failed  to  close  as  it  should. 
This  allowed  a  6  inch  pipe  full  of  water  with  a  back  pres- 
sure of  134  lbs.  from  the  storage  tank  to  return  directly 
back  into  the  well.  There  being  no  valve  on  this  relief  line 
in  the  basement,  the  only  available  gate  was  outside  the 
building  on  the  main  line,  which  had  to  be  closed.  Before 
this  could  be  done  (probably  5  minutes)  sand  was  coming 
up  around  the  pump  and  onto  the  floor.  While  it  appears 
that  this  type  of  construction  is  standard  design  of  most 
engineering  concerns,  it  has  proved  detrimental  in  this 
case.  Had  this  relief  line  been  run  through  the  wall  and  di- 
rectly into  the  river  nothing  serious  could  have  happened. 

Note:  This  line  has  since  been  changed  over,  by  P. 
W.  W.  employees,  and  discharge  is  now  into  the 
river.  A  valve  has  also  been  installed  on  this  line  in 
the  basement  as  a  further  safety  measure.  So  much 
for  this  subject. 
After  this  occurence  sand  was  very  predominant.  The 
Design  Engineers  and  Pump  Installers  were  called  in  for 
a  conference.  In  the  meantime  it  was  decided  that  it  would 
take  several  days  to  make  any  definite  repairs  so  the  Con- 
cord Well  was  turned  on  and  into  the  system.  More  about 
this  well  later. 

After  several  conferences  with  all  agencies  concerned, 
which  included  the  Water  Board  and  Joint  Committee,  it 
was  decided  to  pull  the  Pump  and  surge  the  well.  The  pro- 
cedure required  about  six  days.  Pumping  from  the  Pem- 
broke Well  was  again  resumed  but  all  the  capacity  it  would 
deliver  (without  pumping  sand)  was  350  g.p.m.  equivalent 
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to  500,000  gals,  per  day.  Other  remedial  methods  were  ex- 
perimented with  but  without  any  material  success. 

To  sum  up  —  the  Pembroke  well  is  good  for  350  g.p.m. 
and  no  more. 

Concord  Well 

No  doubt  that  at  any  mention  of  this  subject  water 
takers  will  recall  the  unpleasant  situation  encountered 
when  water  from  this  well  was  being  used  last  summer. 

After  this  well  was  completed  and  ready  for  use  it  was 
tested  by  the  State  Department  of  Health,  at  Concord,  and 
the  following  is  a  copy  of  their  report,  dated  June  27,  1950 : 
'The  State  Board  of  Health,  by  unassembled  vote, 
has  granted  approval  for  the  connection  of  the  #1  well 
on  the  north  side  of  the  Soucook  River  to  the  system, 
with  the  following  stipulations: 

(1)  It  is  to  be  considered  as  an  emergency  supply 
for  use  only  at  such  times  as  the  #2  well  may 
be  in  need  of  cleaning  or  repair. 

(2)  Treatment  by  application  of  hexametaphos- 
phate  compounds  shall  be  utilized  whenever 
this  source  is  in  use. 

(3)  Water  from  the  #1  well  will  not  be  delivered 
to  the  system  for  a  total  period  of  time  great- 
er than  two  weeks  in  any  one  year." 

The  iron  content  in  this  well  was  quite  pronounced. 
The  Design  Engineers  suggested  pumping  at  full  capacity, 
to  waste,  through  a  hydrant.  This  was  done  for  several 
days  but  to  no  avail.  The  more  it  was  pumped  the  higher 
the  content  of  iron. 

During  all  this  time  this  Department  was  working  in 
conjunction  with  the  State  Board  of  Health  in  trying  to 
solve  this  problem.  Referring  to  item  (2)  in  their  report 
it  was  recommended  that  the  water  be  treated  with  Calgon. 
This  was  tried  for  several  days  and  it  appeared  to  hold  the 
iron  in  solution  for  a  time,  but  when  the  water  was  heated 
or  used  in  hot  water  tanks,  color  and  odor  developed. 
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It  is  claimed  that  filtration  will  remove  the  iron  and 
the  different  methods  are  being  investigated.  If  the  cost  of 
this  method  proves  prohibitive  there  remains  but  two  alter- 
natives which  follow  in  the  summary : 

Summary  —  Supply 

Pembroke  Well    capacity      500,000  gals,  per  day 

Concord  Well  ____  capacity  (as  is)    1,000,000  gals,  per  day 

Estimated  Consumption 

8  months  of  year   450,000  gals,  per  day 

4  months  of  year   750,000  gals,  per  day 

NOTE:  If  and  when  Buck  Street, 
Foss's  to  Bombay  Bridge  is  add- 
ed to  system  the  estimated  con- 
sumption will  be  increased  by 

approximately    100,000  gals,  per  day 

Alternatives 

(1)  Construct  a  new  well  on  Pembroke  side  (if  pos- 
sible) . 

(2)  Supplement  yield  from  Pembroke  Well  with  water 
from  Concord  Well  during  period  of  excessive  con- 
sumption. 

Equipment 

Early  in  the  year  it  was  deemed  advisable  to  purchase 
a  machine  for  digging  trenches  etc.  It  must  be  admitted 
that  this  is  a  machine  age  and  equipment  is  required  to  do 
the  heavy  and  laborious  work.  It  not  only  does  it  better  and 
in  less  time,  but  also  at  a  lesser  expense. 

One  of  the  main  reasons  to  purchase  was  due  to  the 
fact  it  was  next  to  impossible  to  hire  a  back-hoe  when 
needed,  and  for  small  jobs  the  cost  was  prohibitive. 

Before  purchasing,  several  different  makes  were  in- 
vestigated and  due  consideration  given  to  each  one.  Mem- 
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bers  of  the  Board,  together  with  the  Superintendent,  went 
to  various  locations  where  machines  could  be  seen  in  actual 
operation. 

It  was  finally  decided  to  purchase  a  Ford  tractor  equip- 
ped with  a  Sherman  Back-hoe  and  a  Wagner  loader  at  a  net 
cost  of  $4,282.60.  This  has  proved  to  be  a  wise  selection  as 
it  has  worked  out  very  efficiently.  The  amount  saved  by  us- 
ing can  only  be  estimated.  The  1952  payroll  was  $2,232.00 
less  than  in  1951,  and  considering  the  large  amount  of 
heavier  work  done  it  is  safe  to  estimate  that  the  saving  in- 
volved is  at  least  $3,000.00. 

This  outfit  was  purchased  primarily  for  use  of  the 
Pembroke  Water  Works  but  can,  and  has  been  used,  to  help 
out  the  Towns  of  Pembroke  and  Allenstown.  By  a  unani- 
mous vote  of  the  Board  of  Commissioners  this  equipment 
can  not  be  rented  out  for  use  on  any  private  w^ork. 

With  proper  care  and  careful  operation,  this  machine 
should  be  good  for  several  years  to  come. 


New  Construction  —  Mains 


Location 

Town 

Type 

Size 

Length 

Cost 

Al's  Avenue 

Allenstown 

C.I. 

6^' 

51' 

$155.00 

Al's  Avenue 

All  ens  town 

Galv. 

2'' 

300' 

273.91 

Bartlett  St. 

Allenstown 

Galv. 

2'' 

273' 

408.56 

Granite  St. 

Allenstown 

C.  I. 

6'' 

100' 

471.05 

Central  St. 

Pembroke 

Galv. 

2'' 

250' 

349.36 

Goldsboro  Rd. 

Epsom 

Galv. 

2'' 

340' 

423.71 

Note:  Above 

costs  include 

restoring 

black  top 

streets 

to 

original  surface. 


Services 


HYDRANTS  PUBLIC 


Pembroke 

Allenstown 

Epsom 


90 
34 
10 


Total 


134 


Number  of  Services 


1135  Approximately 
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20  new  Services  —  Pembroke  and  Allenstown 

1  new  Service  —  Epsom 
38  Services  relaid  —  Pembroke  and  Allenstown 

6  Services  relaid  —  Epsom 
14  Service  repairs,  shutofF  Boxes,  etc. 

Gates 

New  Installations 

5    6"  gates 
4    2"  gates 
12  gates  repaired 

Hydrants 
New  Installations  —  4 

Hillcrest  Ave.  at  Bradbury's 

Grandview  Road  near  residence  of  Albert  A.  Rogers. 
Buck  Street  opposite  residence  of  Charles  Nixon 
River  Road  (Allenstown)  near  residence  of  Ricco 
Ricardi 

4  hydrants  raised  16" 
1  hydrant  replaced  due  to  accident 
12  hydrants  repaired 

All  hydrants  have  been  inspected  periodically,  several 
were  removed  and  necessary  repairs  made.  None  were 
found  frozen,  but  several  were  found  to  contain  water,  due 
to  the  surrounding  water  table  being  higher  than  the  hy- 
drant drips.  These  were  treated  with  anti-freeze. 

This  Department  took  over  the  task  of  clearing  snow 
away  from  hydrants  to  help  out  the  Street  Department. 
In  return  their  department  kept  the  roads  to  the  pumping 
station  plowed. 

The  department  has  endeavored  to  cooperate  with  all 
departments,  especially  the  Fire  Department,  by  notifying 
them  in  all  cases  when  a  hydrant  is  ''out  of  order."  It  is 
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still  the  policy  of  this  department  to  have  an  employee  re- 
port to  all  fires,  as  far  as  is  practical,  in  case  anything  hap- 
pens to  a  hydrant. 

Summary  of  Present  Operating  System 

EPSOM  PEMBROKE,  etc. 


Cast 

Galv. 

Cast 

Galv. 

Size 

Iron 

Iron 

Wood 

Total 

Iron 

Iron  Wood 

Total 

340 

340 

823 

823 

4// 

2.975 

2,975 

2,400 

2,400 

20.588 

20,588 

18,526 

18,526 

10'' 

1,000 

1,000 

12" 

14,119 

14,119 

35,996 

13,376 

49,372 

14" 

14.660 

6,552 

21.212 

5,825 

5,825 

16" 

4,750 

4.750 

Totals 

17.060 

340 

25,421 

42,821 

84,580 

823  13376 

99.109 

Note:  All  figures  not  marked,  represent  feet. 

TOTALS 


Epsom    42,821        ^  - 

Pembroke,  etc.    99,109 

Bombay  Bridge  to  Back 

Road  (Epsom)    10,880  (wood  stave) 


Total   152,810 

Note:  Wood  stave  pipe,  Bombay  Bridge  to  Back  Road  in 
Epsom,  is  being  used  at  present  to  supply  water  from 
Pleasant  Pond  through  the  old  wood  pipe  along  Route 
#28  to  the  residence  of  Warren  Foss.  Although  it  is 
possible  to  use  well  water  in  this  section,  it  is  imprac- 
tical due  to  the  prevalent  leakage  of  this  pipe  and, 
therefore,  would  add  greatly  to  the  cost  of  pumping. 
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Pembroke  Water  Works 

Detailed  Statement  of  Disbursements  for  the  year 
Ending  December  31,  1952 

JANUARY,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Coll.  $425.00 
Ernest  L.  Martel,  Labor  307.75 
Aldei  Duguay,  Labor  291.25 
Donald  Brasley,  Labor  210.55 


Summary  of  Bills  Paid 

M.  G.  Ferry,  Supt.;  cash  expenses:  P.O.  Box, 

lunches,  Pump.  Sta.  $3.35 

John  D.  Welch;  painting  Water  Works  Office  48.85 

Merrimack  Oil  Co.;  fuel  oil  for  Pumping  Station  17.69 

J.  C.  Brasley;  gas,  anti-freeze  74.85 
Perreault's  Garage;  repairs  IVs  ton  truck.  Pump. 

Sta.  battery  33.65 

F.  L.  Badger  Co.;  brass  strainer  for  Pump.  Sta.  8.50 
Manchester  Supply  Co.;  flanges  &  nipples  for 

Pump.  Sta.  61.84 

Page  Belting  Co.;  packing  &  bolts  -  Pump.  Sta.  10.33 
Plourde  Sand  «&  Gravel  Co.;  gravel  for  garage 

at  Comm.  House  65.06 
Manchester  Sand,  Gravel  &  Cement  Co.;  gravel 

for  well.  Pump.  Sta.  17.09 

N.  E.  Tel  &  Tel.  Co.;  telephone  service  17.95 
Public  Service  Co.  of  N.  H.;  power  Pump  Sta. 

&  Comm.  House  462.96 
George  A.  Lugg;  plowing  road  to  Concord  Well, 

emergency  24.00 

The  Chemical  Corp.;  soda  ash  for  Pumping  Sta.  76.25 
H.  R.  Prescott  &  Sons,  Inc.;  hydrant  gaskets  & 

shutoff  wrenches  19.38 

C.  H.  Wells  Co. ;  paint  &  hrush  for  Comm.  House  3.10 
Bailey  Lumber   Co.;   materials   for  remodeling 

Comm.  House  1.50 


$1,116.80 


$946.35 


$2063.15 

FEBRUARY,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Co  $340.00 
Ernest  L.  Martel,  Labor  226.25 
Aldei  Duguay,  Labor  212.50 
Donald  Brasley,  Labor  5.50 

  $784.25 
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Summary  of  Bills  Paid 

Ritchotte  Ins.  Agency;  Ins.  on  IVo  ton  truck 
Utilities  Supply  Corp;  Flange  for  Pump.  Sta. 
Alfred  Metivier;  Range  oil  for  Torches 
Smith's  Service  Station;  Gas  &  oil  for  Trucks 
and  Pump 

PuWic  Service  Co.  of  N.  H.;  Power  for  Garage 

Shop  and  Pumping  Station 
Thompson  &  Hoague  Co.;  Lock,  keys  &  drills 
Bailey  Lumber  Co.;  Bag  of  cement  -  Pump.  Sta. 
Chase's  Garage;  Oil,  labor  etc.  for  IVs  ton  truck 
Merrimack  Oil  Co.;  Fuel  oil  for  Pumping  Sta. 
Ross  Valve  Mfg.  Co.,  Inc.;  Parts  for  Relief  Valve 

Pumping  Station 
Alfred  B.  Hartford;  Auditing  of  Accounts 
Badger  Meter  Mfg.  Co.;  2  Water  Meters 
N.  E.  Tel  &  Tel.  Co.;  telephone  service 


MARCH,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Coll. 
Ernest  L.  Martel,  Labor 
Aldei  Duguay,  Labor 
Albert  Hamel,  Labor 

Summary  of  Bills  Paid 

M.  G.  Ferry,  Supt.;  Cash  expenses 

Chase's  Garage;  gas,  oil  and  cross  chains 

George  A.  Lugg;  Plowing  road  to  Concord  Well 

Hillside  Garage;  Welding  Pump 

Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station,  Garage  and  Shop 
Harry  K.  Rogers;  Insurance  on  Compressor 
Bailey  Lumber  Company;  Repairs-Comm:  Plouse 
Racette  Radio-Electric  Service;  office  keys,  pipe 

locator,  batteries 
N.  E.  Tel.  &  Tel.  Co.;  telephone  service 
The  Pembroke  Press;  Annual  reports,  bills,  en- 
velopes, advertising 
J.  C.  Brasley;  cross  chains  &  hydrant  repairs 


APRIL,  1952 

Payroll  Account 
M.  G.  Ferry,  Supt.  &  Coll. 
Ernest  L.  Martel,  Labor 
Aldei  Duguay,  LaJbor 


$40.20 
6.34 
15.60 

38.84 

539.63 
5.20 
1.10 
7.47 
19.00 

10.02 
207.50 
45.14 

16.25 
—   $952.29 


$1,736.54 


$340.00 
232.50 
207.50 
6.60 

  $786.60 

$33.36 

47.38 
12.00 
3.00 

554.48 
42.00 
1.05 

8.85 
15.65 

268.23 
4.20 

  $990.20 


$1,776.80 


$340.00 

238.75 

227.50 
  $806.25 
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Summary'  of  Bills  Paid 

Brown  &  Saltmarsh,  Inc.;  office  supplies  $9.65 

The  Ludlow  Valve  Mfg.  Co.  Inc.;  hydrant  repairs  52.34 

The  Pembroke  Press;  collection  expense  22.10 
H.  R.  Prescott  &  Sons,  Inc.;  Services  &  Main 

valve  boxes  243.50 

Wheeler  &  Clark;  office  expense  10.80 
Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station,  garage  and  shop.  544.34 

J.  C.  Brasley:  gas  &  oil  supplies  70.28 

The  Chemical  Corp;  soda  ash  for  pumping  sta.  91.50 
Page  Belting  Co.;  repairs  to  wood  pipe  &  Pump. 

Sta.  10.50 

Robert's  Express,  Inc.;  express  on  hydrant  parts  6.73 

Water  Works  Engineering;  subscription  5.00 

Jones'  Express;  express  on  repair  parts.  8.60 

Rensselaer  Valve  Co.;  hydrant  repairs  191.60 


$1,266.94 


$2,073.19 


MAY,  1952 

Payroll  Accoimt 

M.  G.  Ferry,  Supt.  &  Coll.  $425.00 

Ernest  L.  Martel,  Labor  286.25 

Aldei  Duguay,  Labor  288.75 

Smnmary  of  Bills  Paid 

Smith's  Service  Station;  Gas  &  oil  $57.47 

Brown  &  Saltmarsh,  Inc.;  Office  supplies  1.25 

Thompson  &  Hoague  Co.;  Garage  supplies  1.05 

Alfred  B.  Hartford;  Accounting  68.95 

Merrimack  Oil  Co.,  Inc.;  Fuel  for  Pumping  Sta.  13.10 

Army  &  Navy  Store;  Three  pairs  rubber  boots  29.94 

The  Chemical  Corp.;  Soda  Ash  for  Pump.  Sta.  76.25 
Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station  &  Garage  494.67 
J.  C.  Brasley;  Wrecker  service  &  welding  5.50 
Pembroke  School  District;  Insurance  on  Com- 
munity House  32.20 
H.  P.  Welch  Co.;  Express-Calgan  for  Pump.  Sta.  4.44 
The  Pembroke  Press;  Water  Rates  &  Regulatons  179.50 
Plourde  Sand   &  Gravel  Co.;    Repairs   to  Iron 

Mains  18.50 
Calgon,  Inc.;  Calgon  -  Pumping  Station  -  in-re. 

Concord  Well  76.25 
Ritchotte  Insurance  Agency;   Insurance  on  lyo 

Ton  Truck  5.60 
Jones'  Express;  Express  -  Hydrant  Parts  -  Tap- 
ping sleeve  &  Gate  4.30 
N.  E.  Tel.  &  Tel.;  Telephone  Service  18.65 


$1,000.00 
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Page  Belting  Co.;  Repairs  -  Service  -  Hydrants 

-  Pumping  Sta.  &  Mains  15.97 
M.  G.  Ferry;  Cash  Expenses  -  200  -  3^4  stamps  6.00 


JUNE,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Coll.  $340.00 

Ernest  L.  Martel,  Labor  281.25 

Aldei  Duguay,  Labor  280.00 

Albert  Hamel,  Labor  5.50 


SiimmaFy  of  Biils  Paid 

N.  H.  Farm  Tractor  Corporation;  Tractor,  Back 

Hoe  and  Loader  $4,282.60 
J.   Arthur   Lemaire,    Postmaster;    1500   O.  W. 

Stamped  Envelopes  52.92 

M.  G.  Ferry,  Supt.;  Cash  Expenses  2.35 

Chase's  Garage;  Gas  &  Oil  63.89 
Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station,  Garage  and  Shop  499.59 
Pete's  Wiring  Service;  i^iectrical  Work  (extra) 

Pembroke  Well  38.90 

The  Pembroke  Press;  Printing  Water  Bills  25.90 
Manchester  Sand,  Gravel  &  Cement  Co.,  Inc.; 

Repair  Main  at  Main  Street  Bridge  37.75 
New  Hampshire  Supply   Co.;  Pipe   &  Fittings, 

Sockets,  100'  tape  273.19 

Perreault's  Garage;  Equipment  repairs  81.80 

N.  E.  Tel.  &  Tel.  Co.;  Telephone  service  31.49 

Jones'  Express;  Express  Charges  2.05 

Ritchotte  Insurance  Agency;  Truck  Insurance  1.76 
H.  R.  Prescott  &  Sons,  Inc.;  Services  &  Hydrant 

repairs  191.02 

Wheeler  &  Clark;  Office  Expenses  1.70 

Petit  Plumbing  Co.;  Pipe  &  Fittings  13.27 


JULY,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  «&  Coll.  $425.00 

Ernest  L.  Martel,  Labor  378.75 

Aldei  Duguay,  Labor  348.75 


Summary  of  Bills  Paid 

M.  G.  Ferry,  Supt.;  Cash  Expenses  $1.61 
The  Suncook  Bank;  Interest  127.50 


$1,109.59 


$2,109.59 


$914.75 


$5,600.18 


$6,514.93 


$1,152.50 
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New  Hampshire  Supply  Co.;  2"  galv.  pipe  fit- 
tings, valves,  chains,  etc. 

Mr.  Eugene  Pelletier;  Labor  and  dynamite 

J.  C.  Brasley;  Gas,  oil  and  supplies 

Sanel  Auto  Parts,  Inc.;  Grease  Gun 

Jones'  Express:  Trucking  fittings,  etc. 

N.  E.  Tel.  &  Tel.  Co.;  Phone  service (  2  months) 

Kenneth  M.  Woodbury;  Insurance  on    :>  t.  truck 

Alfred  Metivier;  Oil  for  torches 

The  Pembroke  Press;  Legal  rate  notices  & 
Printing 

Badger  Meter  Mfg.  Co.;  Ileter 
Ritchotte  Insurance  Agency;  Inurance  -  Tractor 
H.  R.  Prescott  &  Sons.  Inc.;   Service  Box 
wrenches 

Eli  R.  LaFlamme,  Collector;  Allenstown  Taxes 
Public  Service  Co.  of  N.  H.;  Povv'er  for  Pumping 

Station,  Shop  and  Garage 
Monitor  Patriot  Co.;  Delinquent  Notice 
Municipal  Services;  Chisels,  batteries,  box 

cleaner 

N.  H.  Explosives  &  Machinery  Co.,  Inc.;  Drill 
steel 

J.  J.  Moreau  &  Son,  Inc.;  Balance  March  Acct. 
The  Chemical  Corp.;  25  Bags  Soda  Ash 
Builders-Providence.  Inc.;  Repairs  Flo-Meter 

Pumping  Station 
Petit  Plumbing  Co.;  332i.  ft.  2''  galv.  Pipe 
Page  Belting  Co.;  Brass  Fittings 


AT  GI  ST,  1952 

Payroll  Account 

M.  G.  Ferry.  Supt.  &  Coll. 
Ernest  L.  Martel,  Labor 
Aldei  Duguay,  Labor 
Donald  L.  Baillargeon,  Labor 

Summary  of  Bills  Paid 

N.  H.  Supply  Co.;  Pipe  fittings 

Concord  Lumber  Co.;  Akron  pipe 

Brown  &  Saltmarsh,  Inc.;  Office  Supplies 

Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station,  Garage  and  Shop 
Eddie's  Service  Station;  Gas  and  Oil 
Wheeler  &  Clark;  Rubber  Stamps 
Red  Head  Mfg.  Co.;  Saddles  for  main 
N.  H.  Explosives  &  Mach.  Co..  Inc.;  sharpening 

drill  bits 


31.07 
15.00 
87.30 

4.95 

4.10 
47.32 
36.59 

7.80 

41.30 
49.21 
32.18 

8.50 
6.85 

731.77 
11.25 

44.85 

14.84 
4.00 
76.25 

23.52 
150.29 
2.28 

  $1,560.33 


$2,712.83 


$340.00 

258.75 

267.50 
41.00 
 $907.25 

$9.79 
10.00 
2.45 

625.21 
69.04 
1.60 
8.65 

7.20 
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The  Pembroke  Press;  Printing  -  office  hours  11.15 

Army  &  Navy  Store;  Canvas  for  truck  14.23 

N.  E.  Tel.  &  Tel.  Co.;  Telephone  service  18.20 
Page  Belting  Co.;  Pipe  fittings,  main  and  service 

repairs  38.11 

M.  H.  Rowe;  Repairing  roadway  on  Bartlett  St.  96.85 

Petit  Plumbing  Co.;  420  ft.  2"  galv.  pipe.  194.04 


$1,106.52 


$2,013.77 


SEPTEMBER,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Coll.  $340.00 

Ernest  L.  Martel,  Labor  250.00 

Aldei  Duguay,  Labor  242.50 

Summary  of  Bills  Paid 

M.  G.  Ferry,  Supt.  Cash  Expenses,  Stamps 

P.  O.  Box  $3.75 
Page  Belting  Company;  Pipe  fittings  &  hydrant 

extensions  41.76 

Concord  Lumber  Co.;  Akron  Pipe  .90 

Perreault's  Garage;  Pick-up  &  Truck  repairs  45.45 

Smith's  Service  Station;  Gas  &  Oil  61.05 

Alfred  Metivier;  Kerosene  for  Safety  Torches  16.40 

N.  E.  Tel.  &  Tel.  Company;  Telephone  service  32.60 
Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station,  Garage  &  Shop  474.93 
Pete's  Wiring  Service;  Electric  Service,  Pump- 
ing Station  4.00 
Manchester  Water  Works;  Pipe  Fittings  3.44 
The  Pembroke  Press;  In-Re  Water  Rentals  4.00 
N.  H.  Supply  Company;  Copper  Tubing  &  Links  29.74 
P.  DiMascio  and  Son,  final  payment  2,119.07 
Landers  and  Griffin,  final  payment  781.07 


$832.50 


3,618.16 


$4,550.66 


OCTOBER,  1952 

Payroll  Account 
M.  G.  Ferry,  Supt.  &  Coll. 
Ernest  L.  Martel,  Labor 
Aldei  Duguay,  Labor 

Summary  of  Bills  Paid 

J.  Arthur  Lemaire;  1500  Stamped  &  Printed  3^ 

window  envelopes 
Manchester  Water  Works;  Tapping  12"  main 

with  6''  main 


$425.00 
298.75 
296.25 


$54.24 


$1,020.00 


4.29 
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Amos  B.  Morrison,  Coll;  Taxes  on  land-Concord  33.25 
Harry  K.  Rogers;   Insurance,   Compensation  & 

Liability  142.70 
Woodbury  &  Woodbury;  Professional  hearings, 

in  re:  rate  hearings,  etc.  350.00 
Grante  State  Asphalt  Products  Co.,  Inc.;  load 

asphalt  5.00 

N.  H.  Farm  Tractor  Corp.;  Back-hoe  parts  6.97 

N.  H.  Water  Works  Asso;  Membership  dues  5.00 
Suncook  Valley   Free   Press;    Inserting  Epsom 

Water  Rates  179.50 

Perreault's  Garage;  Truck  repairs  9.25 

N.  H.  Supply  Co.;  Rehef  valve  fittings,  etc.  85.42 

Red  Head  Mfg.  Co.;  Service,  supplies  &  fittings  173.94 
Sanel  Auto  Parts,  Inc.;  Prestone  &  floor  mat 

for  truck  34.97 

Page  Belting  Co;  Steel  pins  for  back-hoe,  etc.  13.90 
N.  H.  Explosives  &  Mach.  Co.,  Inc.;   Shims  & 

Wedges  22.05 

Chase's  Garage;  Gas,  oil  &  supplies  59.14 

Rensselaer  Valve  Co.;  6'^  tapping  sleeve  &  gate  126.90 

Auclair  Transportation,  Inc.;  Express  on  fittings  2.05 
Public  Service  Co.  of  N.  H.;  Power,  pump.  sta. 

&  shop  451.91 

N.  E.  Tel.  &  Tel.  Co.;  Telephone  service  17.75 


NOVEMBER,  1952 

Payroll  Account 

M.  G.  Ferry,  Supt.  &  Coll.  $340.00 
Ernest  L.  Martel,  Labor  215.00 
Aldei  Duguay,  Labor  220.00 


Sommary  of  Bills  Paid 

Arthur  J.  Richard;  Salary  as  Commissioner  $50.00 

William  LeClair;  Salary  as  Commissioner  50.00 

Victor  R.  Girard;  Salary  as  Commissioner  50.00 

Frank  A.  Petit;  Salary  as  Commissioner  &  Clerk  75.00 

Albert  J.  Richard;  Salary  as  Commissioner  50.00 

Ernest  A.  Chapdelaine;  Salary  as  Treasurer  50.00 

Ernest  A.  Chapdelaine;  Expenses  17.92 

Manchester  Water  Works;  Cast  Iron  fitting  25.62 

N.  E.  Tel.  &  Tel.  Co.;  Telephone  Service  34.30 

Merrimack  Oil  Co.;  Fuel  Oil  20.85 

Brown  &  Saltmarsh;  Office  supplies  2.95 

Bailey  Lum'ber  Co.;  Lumber  for  Tractor  Cab  5.67 
Lev/is  W.  Cass;  Miscellaneous  Supplies  for  year 

1952  48.76 

Petit  Plumbing  Co.;  Fittings  2.07 


$1,778.23 


$2,798.23 


$775.00 
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The  Pembroke  Press;  Collection  notices 
Granite  State  Asphalt  Prod.  Co.,  Inc.;  Asphalt 
Perreault's  Garage;  Mounting-  tires,  oil  &  labor 
The  Chemical  Corp.;  Soda  Ash 
N.  H.  Farm  Tractor  Corp.;  Tractor  repairs 
J.  C.  Brasley;  Gas,  oil  &  welding 
Layne-New  York  Co.,  Inc.;  Pump  repairs 
Public  Service  Co.  of  N.  H.;  Electric  Power 
Victor  R.  Girard  Co.,  Inc.;  Repair  work,  block- 
ing windows  etc.  Garage  &  Shop  (Community 
House) 


DECEMBER,  1952 

Payroll  Account 
M.  G.  Ferry,  Supt.  &  Coll. 
Ernest  L.  Martel,  Labor 
Aldei  Duguay,  Labor 

Summary  of  Bills  Paid 

Ernest  A.  Chapdelaine;  F.I.C.A.  Acct.  for  1952 
M.  G.  Ferry,  Supt.;  P.  O.  Box  &  lunches  for  men 
The  Pembroke  Press;  1500  Water  Bills 
Harry  K.    Rogers;  Fire  Ins.  on  Garage  &  Shop 
Brown  &  Saltmarsh;  office  supplies 
Eddie's  Service  Station;  Gas,  oil  &  supplies 
Granite  State  Asphalt  Prod.  Co.,  Inc.;  Asphalt 
Sanel  Auto  Parts,  Inc.;   Emergency  lights  & 
fittings 

N.  E.  Tel.  &  Tel.  Co.;  Telephone  service 

Adams  Glass  Co.;  Flexo  glass  for  cab 

M.  H.  Rowe;  Gravel  to  repair  leak 

Bailey  Lumber  Co.;  Lumber  for  cab 

Perreault's  Garage;  auto  repairs 

Public  Service  Co.  of  N.  H.;  Power  for  Pumping 

Station  &  Shop 
Lee  Hydraulic  Co.;  Curb  &  gate  boxes 
Alfred  B.  Hartford;  Accounting 
The   Suncook  Bank;   Principal   &  interest  due 

on  note 


15.75 
20.99 
7.50 
76.25 
13.86 
54.21 
800.00 
421.03 


60.94 

  $1,953.67 


$2,728.37 


$340.00 
227.50 
230.00 
  $797.50 

$224.98 

2.95 
15.90 
37.50 

7.30 
50.19 

3.60 

29.77 
29.35 
18.88 

5.00 

3.47 

2.10 

453.97 
190.35 
43.75 

1,122.50 
 $2,241.56 


$3,039.06 
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Summary 

TOTAL  PAYROLL 

DISTRIBUTION  OF  TOTAL  PAYROLL 

Epsom 

Administration  &  Collection  $442.00 
Mains 

New  167.50 
Repairs  -  Iron 

Repairs  -  Wood  905.95 


Services 
New 
Relays 
Repairs 

Hydrants 
New 

Repairs 

Testing  &  Thawing 
Snow  Removal 

Gates 
New 
Repairs 

Pumping  Station 
Regular 
Extra 

Community  House  (formerly) 
Remodeling 
Garage 
Shop 

Miscellaneous 

Repairs  -  Garage  &  Shop 
Moving  Cast  Iron  Pipe  — 

(Rear  Fire  Station) 
Cab  for  Tractor 
Machinery  Repairs 
Gate  House 
Meters 

Inventory  -  Spot  Checking 
Moving  Supplies  &  Equipment 
Unclassified 


333.80 

75.00 

257.50 

30.00 

206.50 

167.50 

30.50 

487.75 

23.75 

113.50 

62.50 

26.25 

10.00 

83.75 

636.15 

453.65 

215.40 

45.00 

57.20 

26.00 

29.50 

40.50 

81.25 

12.50 

7.50 

26.00 

70.75 

40.00 

.  37.75 

$1,723.20 

$9,170.20 

$10,893.40 
ACCOUNT 
Pembroke  Total 
$3,978.00  $4,420.00 

569.75 
331.55 
811.20 

2,785.95 


902.80 


885.50 


120.00 


1,089.80 


317.60 


TOTAL  BILLS  PAID 

Total  amount  paid  out  fiscal  year  1952 


371.25 


$23,124.02 
$34,017.42 
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The  preceding  pages  show  a  statement  of  disburse- 
ments amounting  to  $34,017.42.  The  following  schedule 
lists  some  of  the  larger  items,  picked  at  random,  and  con- 
densed in  brief  form  amounting  to  $19,452.40.  A  casual 
glance  will  show  that  these  few  items  alone  account  for 
57%  of  the  total  expenditures  :- 

Pumping  Station 

Labor    $1,089.80 

Power    6,219.93 

Repairs  —  Fuel  —  Soda  Ash    _  1,971.72 

  $9,281.45 

  1,250.00 

  4,282.60 

$200.00 
150.00 


  350.00 

F.  I.  C.  A.  (Old  Age)    224.98 

Epsom  —  Water  Rates  Adv.    179.50 

Commissioners'  and  Treasurer's  Salaries    325.00 

Insurance    338.53 

C.  P.  A.  Accountant  (Partly  Joint  Comm.)  _  ,  320.20 

Final  Payments  —  Contract  Job    2,900.14 


$19,452.40 

Respectfully  submitted, 

ARTHUR  J.  RICHARD,  Chairman 
WILLIAM  R.  LeCLAIR 
VICTOR  R.  GIRARD 
FRANK  A.  PETIT,  Clerk 
ALBERT  J.  RICHARD 
MARTIN  G.  FERRY,  Supt. 


Bonds  and  Interest  . . 

Tractor  and  Back-Hoe 

Legal  Expense 

Epsom   

Pembroke,  etc.   
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ALFRED  B.  HARTFORD 

Certified  Public  Accountant 
Concord,  New  Hampshire 

February  19,  1953 

To  the  Commissioners 
Pembroke  Water  Works 
Pembroke,  New  Hampshire 

We  have  made  an  examination  of  the  accounts  of  the 
Pembroke  Water  Works  for  the  year  ended  December  31, 
1952. 

Our  examination  included  a  verification  of  Cash  on 
Hand  and  in  Banks,  we  reviewed  the  addition  to  Plant 
Assets;  and  without  making  a  detailed  audit  of  ail  trans- 
actions, satisfied  ourselves  that  all  income  had  been  re- 
ceived and  all  expenditures  were  satisfactorily  supported 
by  vouchers.  We  did  not  conlirm  Accounts  Receivable  and 
Accounts  Payable  with  the  debtors  and  creditors  nor  were 
we  present  when  the  inventory  was  taken. 

In  our  opinion  the  exhibits  and  schedules  attached 
reflect  fairly  the  linancial  condition  of  the  Pembroke  Water 
Works  at  December  31,  1952  and  the  results  of  its  oper- 
ations for  the  year  then  ended. 

Alfred  B.  Hartford 
Certified  Public  Accountant 
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ASSETS 


Pembroke 


BALANCE  SHEET 


CURRENT  ASSETS: 

Pembroke 

Epsom 

Total 

Cash  in  Bank 

$7,530.47 

$7,530.47 

Cash  —  Sinking  Fund 

895.84 

895.84 

Cash  —  Payroll  Revolving  Fund  1,500.00 

1,500.00 

Accounts  Receivable 

92.75 

49.00 

141.75 

Materials  and  Supplies 

3,523.37 

3,523.37 

Total   Current  Assets 

13,542.43 

49.00 

13,591.43 

FIXED  ASSETS: 

Land  —  Water  Supply 

9,185.00 

9,185.00 

Land  —  Water  Storage 

200.00 

200.00 

Land  —  Other  (Community  House)  50.00 

50.00 

Structures  —  Water  Supply 

29,433.20 

983.00 

30.416.20 

Structures  —  Pumping  Sta. 

45,874.01 

45,874.01 

Structures  —  Water  Storage 

40,866.35 

40,866.35 

Structures  —  Other  (Community 

House) 

1,429.26 

1,429.26 

Water  Supply  Equipment 

1,500.00 

1.500.00 

Pumping  Station  Equipment 

26,196.40 

26,196.40 

Purification  Equipment 

2,371.08 

2,371.08 

Other  Equipment 

3,930.03 

3,930.03 

Mains 

342,622.72 

76,486.29 

419,109.01 

Services 

26,503.41 

3,314.07 

29,817.48 

Hydrants 

13,724.84 

531.56 

14,256.40 

Stable  and  Garage  Equipment 

5,653.85 

5,653.85 

Office  Equipment 

193.00 

193.00 

Tools 

836.82 

836.82 

Totals 

548,198.89 

83.686.00 

631,884.89 

Less  —  Reserves  for 

Depreciation 

61,870.18 

16,042.22 

77,912.40 

Total  Fixed  Assets 

486,328.71 

67,643.78 

553.972.49 

OTHER  ASSETS  (Net): 

Intangible  Property 

5,475.45 

5.475.45 

TOTAL  ASSETS 

$505,346.59 

$67,692.78 

$573,039.37 
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Water  Works 

DECEMBER  31,  1952  EXHIBIT  I 
LIABILITIES  AND  CAPITAL 

CURRENT  LIABILITIES  Pembroke  Epsom  Total 

Acco>imts  Payable  $864.98  $29.10  $894.08 
Nates  PayaJble,  2%,  6  yr. 

Serial  1,000.00  1,000.00 
Notes  Payable,  21/4%,  6  yr. 

Serial  1,000.00  1,000.00 

Accrued  Payroll  697.75  99.75  797.50 

Accrued  Taxes  224.98  224.98 


Total  Current  Liabilities  3,787.71  128.85  3,916.56 


LONG-TERM  DEBT: 

Bonds  Payable,  21/4%,  30  yrs. 

Serial  324,000.00  324,000.00 
Bonds  Payable,  21/4%,  20  yr. 

Serial  36,000.00  36,000.00 
Notes  Payable  2%,  6  yr. 

Serial  5.000.00  5,000.00 
Notes  Payable,  21/4%,  6  yr. 

Serial  5,000.00  5,000.00 


Total  Long-Term  Debt         370,000.00  370,000.00 


CAPITAL: 

Municipal  Investments  (3,314.22)  72,211.33  68,897.11 

SURPLUS— January  1,  1952  122,605.62  (3,552.29)  119,053.33 
Net  Profit  for  the  Year 

(Exhibit  II)  12,267.48  (1,095.11)  11,172.37 


Total  134,873.10       (4,647.40)  130,225.70 


TOTAL  LIABILITIES 

AND  CAPITAL  $505,346.59      $67,692.78  $573,039.37 
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Pembroke  Water  Works 


STATEMENT  OF  REVENUE  AND  EXPENDITURES 
FOR  THE  YEAR  ENDED  DECEMBER  31,  1952 


REVENUE: 

Commercial  Sales 
Industrial  Sales 
Hydrant  Rentals 

Merchandise  Sales  and 
Job  Work 

Pembroke 
$36,819.00 
4,145.00 
7,166.50 

739.75 

Epsom 
$1,644.50 
112.00 
260.00 

Total 
$38,463.50 
4,257.00 
7,426.50 

739.75 

Total 

48,870.25 

2,016.50 

50,886.75 

EXPENDITURES : 

Operation  and  Maintenance 

Water  (Schedule  1) 
Depreciation  —  Water 

(Schedule  2) 
Taxes — Water 

19,918.69 

8,419.74 
40.10 

1.971.35 
1,140.26 

21,890.04 

9,560.00 
40.10 

Total 

28,378.53 

3.111.61 

31,490.14 

NET  OPERATING  INCOME 
WATER 

20,491.72 

(1,095.11) 

19,396.61 

NON-OPERATING  INCOME: 
Interest  Received  —  Sinking 
Fund 

Interest  Received  —  Savings 
Bank  Deposits 

89.46 
228.80 

89.46 
228.80 

Total 

318.26 

318.26 

Total 

20,809.98 

(1,095.11) 

19.714.87 

OTHER  CARGES: 
Interest  on  Bonds 

8,542.50 

8,542.50 

NET  PROFIT  (to  Exhibit  I) 

$12,267.48 

$1,095.11 

$11,172.37 

(26) 


Pembroke  Water  Works 

SCHEDULE  1 


EXPENSES  OF  OPERATION  AND  MAINTENANCE  —  WATER 


Pembroke 

X-i      Owl  1 1 

Total 

S u p e rin t e n d e n c e  — a, te r  Supply 

$702.00 

,*K78  00 

$780  00 

Pumping"  Station  Labor 

822.55 

822.55 

Miscellaneoius  Labor 

110.04 

110.04 

Pumping"  Station  Supplies  and 

Expense 

444.44 

444.44 

Fuel  for  Power 

70.64 

70.64 

Power  Purchased 

6  248  78 

6,248.73 

Repairs  to  Water  Supply 

Structures  and  Equipment 

1,110.15 

1,110.15 

Repairs  to  Pumping  Station 

Structures  and  Equipment 

218.99 

218.99 

Superintendence — Distribution 

2,808.00 

312.00 

Q  1 20  00 

Repairs  to  Mains 

1,362.41 

926.45 

2  288  86 

Repairs  to  Services 

323.26 

30.00 

353.26 

Repairs  to  Hydrants 

1,182.57 

68.25 

1,250.82 

General  Office  Rent  and  Expenses 

491.71 

54.64 

546.35 

Other  General  Expenses 

845.28 

93.92 

939.20 

Insurance 

333.66 

37.07 

370.73 

Stationery  and  Printing 

697.12 

77.46 

1  1  t.DO 

Shop  Expense 

290.69 

32.30 

322.99 

Stable  and  Garage  Expense 

987.96 

109.77 

1,097.73 

Taxes  —  Other 

152.99 

71.99 

224.98 

Collection  Expense 

468.00 

52.00 

520.00 

Commissioners'  Salaries 

247.50 

27.50 

275.00 

$19,918.69 

$1,971.35 

$21,890.04 

DEPRECIATION  EXPENSE 

Schedule  2 

Structures  —  Water  Supply 

$588.66 

$19.66 

$608  32 

Structures  —  Pumping  Station 

917.48 

917.48 

Structures  —  Water  Storage 

817.33 

817.33 

Structures  —  Community  House 

23.59 

23.59 

Water  Supply  Equipment 

20.00 

20.00 

Pumping   Station  Equipment 

785.89 

785.89 

Purification  Equipment 

237.10 

237.10 

Other  Equipment 

393.00 

393.00 

Mains 

3,368.40 

784.58 

4,152.98 

Services 

681.59 

87.70 

769.29 

Hydrants 

269.19 

11.22 

280.41 

Stable   and   Garage  Equipment 

535.31 

535..31 

Office  Equipment 

19.30 

19.30 

$8,419.74 

$1,140.26 

$9,560.00 

(27) 


Pembroke  Water  Works 


RECONCILIATION  OF  CASH  RECEIPTS  AND  DISBURSEMENTS 

FOR  THE  YEAR  ENDED  DECEMBER  31,  1952 

CASH  — JANUARY  1,  1952: 

Sinking  Fund  $4,280.03 

Bank  —  Operating  957.27 

In  Office  529.17 

Joint  Committee  ,  2.527.06 

Savings  Bank  #10832  2,588.38 

Savings  Bank  #11130          "  416.67 

Payroll  Revolving  Fund  1.500.00 


 $12,798.38 

RECEIPTS : 

Water  Rentals  50,224.88 

Merchandise  Sales  &  Job  Work  739.75 

Interest  —  Savings  Deposits  228.80 

Interest   — Sinking  Fund  89.46 

Miscellaneous  9.90 

Joint  Committee  —  January  15,  1952  2.000.00 

Total  Receipts  and  Balances    53,292.79 


TOTAL  RECEIPTS  AND  BALANCE 

DISBURSEMENTS : 

Operating  Expenses  &  Plant 

Improvement  30,722.42 

Accounts   Payable  —  Contractor  2,900.14 

Retirement  of  Bonds  14,000.00 

Interest  and  Bonds  8,542.50 

Total  Disbursements   

CASH  — December  31,  1952 

Sinking  Fund  $895.84 

Bank  Operating  7,530.47 

Payroll  Revolving  Fund  1,500.00 


$65,091.37 


56,165.06 


,926.31 


(28) 


